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As you will recall the Dallaf 



0 X 1 i c e recently submitted 
the three bullets ..Xrom Officer J. D.\Tippit’s body which had been 
obtained from the Dallas Police Dep^r tment * The Laboratory . has 
completed the examination ^oP^these bullets and the results arc set 
forth below. The President * s Commission is bein'*; advised of the 
results by letter and is being furnished photographs of the bullets 
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The Dallas Police Department is being Xurni; 
The; Dallas OXXiqe is being given a teletype 
of report to Dallas Police Department along 
evidence. 



died a report of the rcspljts 
report as well as a copy 
with photographs of the 
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The throe bullets are, 38 Special bullets which had been 
fired from a barrel rifled with five lands and grooves, right twist 
A portion oX the* surXaco oX each bullet; is mil Hated; however, 
microscopic marks remain on these bullets Xor comparison purposes. 
The, bullets were compared with each other and with test bullets 
obtained Xrom Oswald revolver . No conclusion could bo reached as 
to whether or ndt those bullets were fired Xrom the same weapon or 
whether or not tlhcy were fired from Oswald’s revolver. In addition 
it Nvas found that oven consecutive ,38 Special bullets test fired 
from the C15 revolver could not be identified with each other. .’In’ 







of Cl 5 was 



this connection, 1 it should be noted that the barrel 
designed for ,rU) S L W bullets and, therefore, it is slightly larger 
in idiameter than barrels designed for ,38 Special bullets. Firing 
of .undersized bullets could cause erratic passage of the bullets 
dowjn the barrel J resulting in individual* microscopic characteristic^ 
which fare not consistent. The barrel of the weapon could also be 
changing due to jthc accumulation of load in the barrel or to Wear 
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Me/norandum lo Mr. Conrad 
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That one or both of the above conditions existed is apparent from 

I iho nr LhaL consecutive .38 Special test bullets obtained from 
j the Cl a revolver could not be identified with each other. 

i ; ' • ■ 

I, Sniith and Wesson revolvers such as Oswald's revolver 

i.ue amoni; Hie weapons producing general rifling eharacl eristics of 
the type found on the three bullets, iJti 01 

h, nl . . to r .. Tll n lc:uJ aiio - v in t,ie Winchester-Western copper-coated 
;bu ets (2 of the 3 submitted bullets) and the Western copper-coaled 
gullets loaded into some of the cartridges obtained from Oswald's 
revolver, Oswald's pocket and the U. S. Secret Service ^vflountl 
b> spccti ogiaplnc examination lo have the same elements. Also 
.the lead alloy m the Remington -Peters bullet (tho third bullet) was 
Pclm^ l °i n V | C lh ° aanW ( ’ Jcino,)ls as Lhc lead alloy in the Kcmin" lon . 
caiHrklges d CLS COniJ)rifan, ? r lhc rcniain( ler of the alore-mentioned ° 

| ; ; • 

; k . . biree bullets are being furnished the President's 

Z~Z i *° ll,al 11,0 Canlll ' issi ™ >»»y tar. them 

Mr. Melvin *&£££ MW '* P “ th ° !> * CVi " us 
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